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New solid-phase extraction for an improved high- 
performance liquid chromatographic procedure for the 
quantitation of halofantrine and monodesbutylhalofantrine 
in blood or plasma 668(1995)315 


Monomethylarsonate 
Identification of methylated metabolites of inorganic arsenic 
by thin-layer chromatography 668(1995)21 


Mycotoxins 
Determination of ochratoxin A in bile of swine by 
high-performance liquid chromatography 668(1995)333 


Nedocromil sodium 

Automated high-performance liquid chromatographic 
method for the determination of nedocromil sodium in 
human urine using bimodal column switching 668(1995)59 


Nicotine 
Solid-phase extraction of nicotine and its metabolites for 


high-performance liquid chromatographic determination in 
urine 668(1995)187 


Nortriptyline 

Quantitative determination of perphenazine and its 
metabolites in plasma by high-performance liquid 
chromatography and coulometric detection 668(1995)291 


Ochratoxin A 
Determination of ochratoxin A in bile of swine by 
high-performance liquid chromatography 668(1995)333 


Olanzapine 

Analysis of olanzapine in human plasma utilizing reversed- 
phase high-performance liquid chromatography with 
electrochemical detection 668(1995)85 


Organic anions 

Capillary electrophoresis as a clinical tool. Determination 
of organic anions in normal and uremic serum using 
photodiode-array detection 668(1995)241 


Oxazepam 

Development and preliminary application of high- 
performance liquid chromatographic assay of urinary 
metabolites of diazepam in humans 668(1995)77 


Quantitative determination of perphenazine and its 
metabolites in plasma by high-performance liquid 
chromatography and coulometric detection 668(1995)291 
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Perphenazine sulphoxide 

Quantitative determination of perphenazine and its 
metabolites in plasma by high-performance liquid 
chromatography and coulometric detection 668(1995)291 


Pindolol 

High-performance liquid chromatographic analysis of 
pindolol enantiomers in human serum and urine using a 
reversed-phase cellulose-based chiral column 668(1995)309 


Platelet-activating factor antagonists 

Determination of the anti-platelet-activating factor BN- 
50727 and its metabolites in human plasma by high- 
performance liquid chromatography-solid-phase extraction 
668(1995)281 


Polyamines 

Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Polyhydroxyethylmethacrylate 

Protein A immobilized polyhydroxyethylmethacrylate beads 
for affinity sorption of human immunoglobulin G 
668(1995)13 


Protein A 
Protein A immobilized polyhydroxyethylmethacrylate beads 


for affinity sorption of human immunoglobulin G 
668(1995)13 


Protein L 
Recombinant proteins L and LG: efficient tools for 


purification of murine immunoglobulin G fragments 
668(1995)209 


Protein LG 
Recombinant proteins L and LG: efficient tools for 


purification of murine immunoglobulin G fragments 
668(1995)209 


Pseudouridine 

Capillary electrophoresis as a clinical tool. Determination 
of organic anions in normal and uremic serum using 
photodiode-array detection 668(1995)241 


Putrescine 

Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Ranitidine 

Determination of cimetidine in human plasma by high- 
performance liquid chromatography following liquid-liquid 
extraction 668(1995)117 


Recombinant proteins 

Recombinant proteins L and LG: efficient tools for 
purification of murine immunoglobulin G fragments 
668(1995)209 


Recombinant soluble human E-selectin 

Biological and biophysical characterization of recombinant 
soluble human E-selectin purified at large scale by 
reversed-phase high-performance liquid chromatography 
668(1995)219 


Retinol 

Simultaneous determination of retinyl esters and retinol in 
human livers by reversed-phase high-performance liquid 
chromatography 668(1995)233 


Retinyl oleate 

Simultaneous determination of retinyl esters and retinol in 
human livers by reversed-phase high-performance liquid 
chromatography 668(1995)233 


Retinyl palmitate 

Simultaneous determination of retinyl esters and retinol in 
human livers by reversed-phase high-performance liquid 
chromatography 668(1995)233 


Retinyl stearate 

Simultaneous determination of retinyl esters and retinol in 
human livers by reversed-phase high-performance liquid 
chromatography 668(1995)233 


Ropivacaine 

Determination of free concentration of ropivacaine and 
bupivacaine in blood plasma by ultrafiltration and coupled- 
column liquid chromatography 668(1995)91 


E-Selectin 

Biological and biophysical characterization of recombinant 
soluble human E-selectin purified at large scale by 
reversed-phase high-performance liquid chromatography 
668(1995)219 


Sevoflurane 
Analysis of sevoflurane degradation products in vapor 
phase samples 668(1995)41 


Spermidine 

Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Temazepam 

Development and preliminary application of high- 
performance liquid chromatographic assay of urinary 
metabolites of diazepam in humans 668(1995)77 


2-Thiothiazolidine-4-carboxylic acid 

Liquid chromatographic determination of urinary 
2-thiothiazolidine-4-carboxylic acid, a biomarker of carbon 
disulphide exposure 668(1995)265 
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Topotecan Xanomeline 

High-performance liquid chromatographic determination of Determination of xanomeline and active metabolite, 

the novel antitumour drug topotecan and topotecan as the N-desmethylxanomeline, in human plasma by liquid 

total of the lactone plus carboxylate forms, in human chromatography—atmospheric pressure chemical ionization 
plasma 668(1995)107 mass spectrometry 668(1995)273 


Uric acid 
Capillary electrophoresis as a clinical tool. Determination 
of organic anions in normal and uremic serum using 
photodiode-array detection 668(1995)241 


